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LZ 
go9 Walnut Street. & : 299 
NOTE EXTRACTS FROM WIRING RULES OF THIS CO. ON OT, Qaoe uN ey 
Telephone, No. 820. Sea ea P. a x18 


PHILADELP 28ths, #395 
Subject : 


Mr, Herman W, Kretz, ' 
Supt. U. S. Mint, Phila, 


Dear Sir:= ’ 

Replying to your favor of the 24th inst, We ean only supply 
you with current at the regular meter rates, which 4s B/A of a 
cent per 16 ¢.p, lamp hour, and 7-1/2 cents per H.P, Rovr, as re- 
istered by meter, 

/ 

You would also have to guarantee ua a minimuk payment, se 
required by the rules of our Board of Directors, In this case 
it would amount to $336.00 for each four weeks, made up as followsi- . 

You have 800 lights; the guarantee on those would be 8 eents 
per week per lamp, or $48.00 in one week; and in four weeks $192.00, 
You have 60 H.P,; the guarantee on this wold be 60 cents per 
week per H.P,, or $36.00 per week, and in four weeke $144.00, or 
a total of $336.00. 
§ - Our charge for placing the meters and removing same would be 
$0.00. ‘ 

Enclosed please find application blank, whieh kingly aizn on 
both sides , if you decide to introduce our street service. 


Yours truly, « 
THE EDISON ELECTRIC LIGHT co, - 
of Phila, 


WHI, Enc,1, By ZEEE pees 
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The Edison Electric Light Co. of Philadelphia, Pa. 
Philadelphia, 
June 25, 1895 


Mr. Herman W. Kretz, 
Supt. U.S. Mint, Phila. 


Dear Sir:- 


Replying to your favor of the 24th inst. We can only supply you with current at the 
regular meter rates, which is %4 of a cent per 16 c.p. lamp hour, and 7- 4% cents per H.P. Hour, as 
registered by meter. 


You would also have to guarantee us a minimum payment, as required by the rules of our 
Board of Directors. In this case it would amount to $336.00 for each four weeks, made up as 
follows: - 


You have 800 lights; the guarantee on those would be 6 cents per week per lamp, or 
$48.00 in one week; and in four weeks $192.00. You have 60 H.P.; the guarantee on this would 
be 60 cents per week per H.P., or $36.00 per week, and in four weeks $144.00, or a total of 
$336.00. 


Our charge for placing the meters and removing same would be $30.00. 


Enclosed please find application blank, which kindly sign on both sides, if you decide to 
introduce our street service. 


Yours truly, 

The Edison Electric Light Co. of Phila. 
By Wm. D. Morris 

President. 

W.N. Johnson 


WHgJ. Enc. 1. 


